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C. INTRODUCTION: The Massachusetts Department of Public Health (MDPH), Bureau of Laboratory 
Sciences (BLS) located at the William A. Hinton State Laboratory Institute (HSLI) is a tenant of the University of 
Massachusetts Medical School (UMMS) Jamaica Plain (JP) campus, and provides comprehensive public health 
laboratory services for the identification of agents of bioterrorism, chemical terrorism, and other agents which can 
threaten public health. The MDPH BLS is a CDC Select Agents and Toxins (SAT) Program Registered Entity 
(laboratory) that performs testing for local, regional and national agencies as part of the Laboratory Response 
Network (LRN). All SAT Program registered entities must develop and implement incident response plans in 
accordance with 42 CFR 73. 

D. PURPOSE: The purpose of this document is to describe the response procedures used by the MDPH BLS in 
the event of various emergency and exigent circumstances. Per 42 CFR 73, SAT Program-registered entities must 
develop and implement a written incident response plan. The plan must be coordinated with entity-wide plans. 
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kept in the workplace, and available to employees for review. The plan must fully describe the entity's response 
procedures for the theft, loss, or release of an SAT; inventory discrepancies; security breaches (including 
information systems); severe weather and other natural disasters; workplace violence; bomb threats and 
suspicious packages; and emergencies such as fire, gas leak, explosion, power outage, etc. Due to co-location of 
laboratory work areas, overlapping laboratory locations, and co-location of personnel, these procedures are also 
applicable to non-SAT laboratories and work areas within the MDPH BLS that must be able to respond to the 
same types of threat circumstances in conjunction with the SAT Program-registered laboratories. 

E. SCOPE: This document describes response procedures for emergency situations as they relate to the SAT 
Program and the other laboratory operations/programs of the MDPH BLS. The document will serve as a source of 
information for managing, minimizing, and/or mitigating events which threaten a secure and safe environment or 
which dismpt operations at the MDPH BLS for all personnel (visitors, contractors, and employees). The 
procedures contained herein are applicable to all persons with access to the MDPH BLS facilities. 

F. RESPONSIBILITY: It is the responsibility of facility administrators, administrative staff, senior 
management, principal investigators, all supervisory staff, all laboratory workers, human resource officials, 
information technology (IT) staff, engineering and engineering support staff, maintenance staff, facility security 
officials, facility safety officers (both MDPH/HSLI and UMMS) to implement this SOP to enhance response to 
events that may threaten a secure and safe work environment. MDPH/SLI and UMMS will collaborate to ensure 
that these incident response guidelines provide a reasonable and adequate plan for assuring laboratory safety and 
security without unduly impacting the work performed by employees. 

1. Director, MDPH Bureau of Laboratory Sciences (MDPH BLS Director): 

Responsible for assuring that a system exists which reduces risks and assures the physical security of the 
laboratory facility, employees, information systems, and SATs for the entire BLS including: adopting, supporting 
and implementing laboratory-wide policies consistent with all relevant state and federal laws, regulations, and 
guidelines; reviewing, updating, and approving policies and procedures after any incident or change in 
regulations, and at least annually; working with law enforcement and emergency response organizations to assure 
adequate protection of samples and information to meet legal and professional standards; assuring that a 
laboratory event reporting system exists for incidents, errors, and security breaches that occur; supporting the 
SAT Program RO in compliance with Title 42, CFR, Part 73. 

2. MDPH BLS SAT Program Responsible Official (RO): 

Reports to BLS director; responsible for ensuring that the requirements of 42 CFR 73 are met on behalf of the 
MDPH BLS registered entity and for ensuring compliance with developing and implementing safety, security and 
emergency response plans in accordance with 73.10 through 73.12; ensures that only approved individuals have 
access to SATs in accordance with 73.8 and 73.11; ensures appropriate training for safety, security and 
emergency response in accordance with 73.14; provides timely notice of any theft, loss, or release of an SAT in 
accordance with 73.13; reports the identification of an SAT resulting from diagnosis, verification, or proficiency 
testing in accordance with 73.6; ensures that the incident response plan is reviewed annually (and as needed after 
any drill, exercise, or incident) and revised as necessary; ensures that drills or exercises are conducted at least 
annually to test and evaluate the effectiveness of the plan. 

3. MDPH BLS SAT Program Alternate Responsible Officials (ARO): 

Report to RO and BLS director; act on behalf of the RO as directed to carry out the RO responsibilities listed 
above. 

4. UMMS JP Campus Managing Director (UMMS-MD): 

Responsible for managing the overall operations at UMMS JP campus including emergency response planning 
and deployment of procedures during incidents and events which affect all tenant agencies located on campus. 


5. UMMS Facilities Manager (UMMS-FM): 
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Responsible for managing UMMS JP emergency response planning and deployment of procedures during 
incidents and events which affect all tenant agencies located on campus. Ensure that UMMS security personnel 
participate in emergency response and incident reporting drills. 

6. UMMS Security Manager (UMMS-SM): 

Oversees building security and provides emergency response training to UMMS security personnel; ensures that 
UMMS security personnel participate in emergency response and incident reporting drills; maintains photo 
ID/pass card system for employee facility access control; maintains security of and controls access to the overall 
facility, including the main entrance and reception area at the front of the building and the entrance to and from 
the loading dock area; enforces security policies; reports any breaches in security to UMMS-MD and BLS 
director or designees. 

7. UMMS Environmental Health and Safety Officer (UMMS-EHS): 

Responsible for training of all UMMS and DPH employees in the overall facility Emergency Response and the 
Contingency Plan; provides technical expertise in developing appropriate health and safety related procedures and 
participates in drills to exercise plan. 

8. MDPH BLS Laboratory Security System Manager (LSSM) and Assistant Manager (LSSAM): 

Report to BLS director; maintain access card system and fingerprint system for laboratory access control; print 
out ESS system reports and inform the UMMS-SM, BLS Director, and RO of violations associated with the 
SAT laboratories; immediately report any breaches to Security and the RO. 

9. MDPH BLS Laboratory Division Directors: 

Report to BLS director; responsible for overseeing the activities of the SAT Program Principal Investigators (Pis) 
for the SAT laboratories that fall within their laboratory divisions; responsible for overseeing the activities of the 
laboratory supervisors for non-SAT laboratories within their division; responsible for technical review and 
approval of activities and policies relevant to the division. SAT Pis and non-SAT supervisors are responsible for 
notifying their division director of significant reportable events and activities described in this document. 

10. MDPH BLS SAT Program Principal Investigators (PI): 

Report to BLS division director; responsible for compliance with all select agent regulatory requirements for their 
labs; ensure that all personnel accessing their SAT- registered laboratory are appropriately trained and follow all 
relevant SOPs for working with SATs, which may include SOPs for test procedures, biosafety, agent storage, 
transfer, and destruction, reporting agent theft, loss, or release, packaging and shipping, and inventory control; 
maintain the SAT inventory to ensure adequate control and up-to-date inventory of stock cultures, toxins, and 
agents; maintain documentation regarding the agents’ location, use, storage conditions, external transfers, and 
destruction; maintain accurate and up-to-date records of authorization for entry into limited access areas where 
select agents are held; follow protocols for intrafacility transfer of select agents (within MDPH BLS); follow 
procedures for transferring SATs, or specimens which may contain SATs, to and from HSLI; comply with federal 
and international regulations for packaging, labeling, and transporting select agents and toxins; ensure that 
required permits [e.g., USPHS, USDA, USDOT, US Dept of Commerce or International Air Transport 
Association (lATA)] are obtained before transporting SATs; ensure that materials are decontaminated before they 
leave the laboratory area; ensure that laboratory security is not compromised; report any suspicious activity to the 
BLS Director and the RO. 

11. MDPH BLS Laboratory Supervisors: 

Report to SAT Program PI or division director; responsible for routine operations of their laboratories; for SAT 
labs, assist PI with implementation of procedures needed for compliance with SAT regulations; ensure that all 
personnel accessing their laboratories are appropriately trained and follow all relevant SOPs for working with 
SATs and other biological and chemical agents, which may include SOPs for test procedures, biosafety, agent 
storage, transfer, and destruction, reporting agent theft, loss or release, packaging and shipping, and inventory 
control; maintain the SAT inventory to ensure adequate control and up-to-date inventory of stock cultures, toxins, 
and agents; maintain documentation regarding the agents’ location, use, storage conditions, external transfers, and 
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destruction; maintain accurate and up-to-date records of authorization for entry into restricted access areas where 
materials are held; follow protocols for intrafacility transfer of materials (within MDPH BLS); follow procedures 
for transferring SATs, or specimens which may contain SATs to and from HSLI; comply with federal and 
international regulations for packaging, labeling and transporting materials; ensure that required permits [e.g., 
USPHS, USDA, USDOT, US Dept of Commerce or International Air Transport Association (LATA)] are obtained 
before transporting materials; ensure that materials are decontaminated before they leave the laboratory area; 
ensure that laboratory security is not compromised; report any suspicious activity to the BLS Director and the RO. 

12. MDPH Office of Information Technology (IT) Services 

Responsible for adopting and implementing policies and procedures which assure the security of laboratory 
information that is stored, transferred, or accessed electronically, including the MDPH BLS Bioterrorism 
Information System, the SAT inventory system, the security access system, and RO databases; maintains the 
physical integrity and security of servers, workstations and other IT devices. 

13. Personnel occupying, working in, or visiting MDPH BLS spaces 

Responsible for following all security and safety procedures adopted by the facility including facility access, 
laboratory access, and laboratory safety; follow laboratory protocols, policies, and procedures related to working 
with SAT and other biological and chemical pathogens and toxins, including procedures for confidentiality and 
security of laboratory information systems; promptly report any significant safety or security incident, theft, loss 
or release of any SAT, any suspicious activity or breach of security; maintain confidentiality both inside and 
outside the workplace regarding protected or sensitive information involving patients, events, security procedures 
or laboratory operations. 


G. DEFINITIONS: 


Contaminated 


The presence of blood, infectious materials, potentially infected 
materials, toxins, on an item or surface. 


Decontaminated 


A process that consists of cleaning combined with disinfection or 
sterilization. 


Loss 

Occupational exposure 


Primary containment 
barriers 

Release 


A failure to account for select agent or toxin. 

Any event which results in any person in a registered entity facility 
or lab not being appropriately protected in the presence of an agent 
or toxin. This may include reasonably anticipated skin, eye, mucous 
membrane, or parenteral contact with blood or other potential 
infectious materials that may result from the performance of a 
person’s duties. For example, a sharps injury from a needle being 
used in select agent or toxin work would be considered an 
occupational exposure. 

Specialized items designed or engineered for the capture or 
containment of hazardous biological agents. Examples include 
biological safety cabinets, tmnnion centrifuge cups, and aerosol- 
containing blenders. 

A discharge of a select agent or toxin outside the primary 
containment barrier due to a failure in the containment system, an 
accidental spill, occupational exposure, or a theft. Any incident that 
results in the activation of a post exposure medical 
surveillance/prophylaxis protocol should be reported as a release. 
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H. RELATED DOCUMENTS: 

MDPH BLS SOP 010H004 Exposure Control Plan And Universal Precautions: Blood Borne Pathogens 
And BL2 Agents 

MDPH BLS SOP 10FC002 Biohazardous Waste Disposal 

MDPH BLS SOP 01OH002 Biohazard Disinfection 

MDPH BLS SOP lOOHOOl Biological Hazard Post Exposure Plan 

MDPH BLS SOP 100H003 Biocontainment Operations Manual: BLS Agents 

MDPH BLS SOP 100H007 Biosafety Plan: Clostridium botulinum and Botulinum Neurotoxins 

MDPH BLS SOP 100H008 Biosafety Plan: Virus Isolation Laboratory- Select Agents 

MDPH BLS SOP 100H009 Biosafety Plan: EEE Virus PCR Testing 

MDPH BLS SOP lOOHOlO Biosafety Plan: Bioterrorism Response Laboratory 

MDPH BLS SOP lOOHOl 1 Biosafety Plan: LRN variola-specific PCR testing 

MDPH BLS SOP SA.OOl Laboratory Security System 

MDPH BLS SOP SA.002 Select Agent Inventory Management 

MDPH BLS SOP SA.003 Procedure for the Certificate of Registration and Amendments to Registration 

MDPH BLS SOP SA.004 Health and Safety Surveillance Guidelines for Select Agents and Toxins 

UMMS Emergency Response and Contingency Plan (and accompanying Emergency Response 

Guidelines - UMMS JP poster booklets) 

UMMS Building Security Access 

Information Technology Division (ITD) Enterprise Information Security Policy (REF # 
ITD-SEC-L2) http://www.mass.gov/Eoaf/docs/itd/policies standards/Infosec ITD-SEC-1- 
2 Final2009Q4.rtf 


ITD 


ITD 


EOHHS 


Information Technology Division (ITD) Enterprise IT Security Incident Response Policy 
(REF# ITD-SEC-4.2) 


/www.mass.gov/Eoafdocs/itd/policies standards/Ent Pol Sec SecInsRes Low.rtf 


Information Technology Division (ITD) Enterprise Security Incident Handling Procedures 
(REF# ITD-SEC-4.2-Proc.I) 


7www.mass.gov/Eoafdocs/itd/policies standards/Ent Proc Sec SecInsRes Low.rtf 


Executive Order 504 Security & Confidentiality of Personal Information, Executive Office 
of Health and Human Services Information Security Program Summary Web Version 
September 1, 2009 ( http://eohhs-web.ehs.govt.state.ma.us/wp/informationsecurity.aspx ) 


Folk OIG PRR 060884 



Massachusetts Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
Standard Operating Procedure. Author: Linda Han 


SOP SA.005 
Version 2 
Page 6 of 40 
Effective date: 5/20/11 


CDC/NIH 


Biosafety in Microbiological and Biomedical Laboratories (BMBL), CDC and NIH, 5^ 
Edition, 2007 


Material Safety Data Sheets (MSDS) for specific laboratory related reagents/materials, 
SAT, and infectious or toxic materials. 


I. EQUIPMENT: Any equipment required for these procedures will be described in each topic’s section. 

J. SAFETY: The incident response procedures described in this document comply with safety protocols and 
practices as cited within the various references and documents used to develop this plan. 

K. PROCEDURES 


Per 42 CFR 73, SAT Program-registered laboratories must develop and implement a written incident response 
plan. The incident response plan must be coordinated with entity-wide plans, kept in the workplace, and available 
to employees for review. The incident response plan must fully describe the entity's response procedures for the 
theft, loss, or release of a select agent or toxin; inventory discrepancies; security breaches (including information 
systems); severe weather and other natural disasters; workplace violence; bomb threats and suspicious packages; 
and emergencies such as fire, gas leak, explosion, power outage, etc. The response procedures must account for 
hazards associated with the SAT and appropriate actions to contain such SAT. 

The incident response plan must also contain the following information: (1) the name and contact information 
(e.g., home and work) for the individual or entity (e.g., responsible official, alternate responsible ofificial(s), 
biosafety officer, etc.); (2) the name and contact information for the building owner and/or manager, where 
applicable; (3) the name and contact information for tenant offices, where applicable; (4) the name and contact 
information for the physical security official for the building, where applicable; (5) personnel roles and lines of 
authority and communication; (6) planning and coordination with local emergency responders; (7) procedures to 
be followed by employees performing rescue or medical duties; (8) emergency medical treatment and first aid; (9) 
a list of personal protective and emergency equipment, and their locations; (10) site security and control; (11) 
procedures for emergency evacuation, including type of evacuation, exit route assignments, safe distances, and 
places of refuge; and (12) decontamination procedures. 

The PI should document all SA laboratory incidents/events by completing of the Select Agents and Toxins 
Laboratory Event Form, Attachment 4. 

1. Theft or loss of an SAT, or inventory discrepancy involving an SAT 

a. If an RO has a reasonable suspicion that a theft, loss, or release has occurred, the RO should notify CDC 
immediately . Information should be submitted as it becomes known, but no later than 24 hours. 

b. For the theft or loss of an SAT, notify the appropriate federal, state, or local law enforcement agencies. 
Individuals or entities must report thefts or losses even if the SAT is subsequently recovered and/or the 
responsible parties are identified. 

c. The initial report should include as much information as possible about the incident, including (1) type of 
incident, (2) date and time, (3) SAT and quantity, and (4) summary of events that include the location of 
the incident and list of other agencies notified. 

d. The PI must perform a complete inventory no later than 5 hours after the discovery. 

e. Within seven days, the entity must submit a complete APHIS/CDC Form 3 (Report of Theft, Loss or 
Release) to CDC. Supporting documentation, such as access logs, standard operating procedures, and the 
follow up investigation, should be provided. The form and supporting documentation may be submitted by 
either fax or email. 


2. Release of an SAT 
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a. Employees working with SATs must report any accidents, spills, exposures, or suspicious activity to the 
SAT laboratory supervisor, PI, or RO at once. 

b. Upon discovery of a release of an SAT, the PI must immediately notify the RO, providing the following 
information: 

1) The name of the SAT 

2) Any identifying information (e.g. strain or other characterization information) 

3) An estimate of the quantity released 

4) The start time and duration of the release 

5) The specific location or environment (room number, lab name or area, inside or outside the registered 
area, drain in a waste system etc.) where the release occurred 

6) The number of individuals potentially exposed 

7) Any actions taken to respond to the release 

8) Any hazards posed by the release 

9) Any other information that may be helpful to the MDPH BLS Director, RO, CDC, law enforcement 
or health and safety. 

c. The RO should notify CDC immediately . The RO must submit a follow-up report in writing to CDC 

within 7 calendar days of the release using APHIS/CDC Form 3. 

d. If an employee has potentially been exposed, he/she should notify the lab supervisor, PI, or the BLS 

Director, and seek first aid or medical advice, and complete a DPH Human Resources (HR) Industrial 

Accident (lA) form. 

e. The incident must be thoroughly investigated and controls must be put into place to prevent any future 

repeated exposures. 

f. Disinfection/spill response 

1) The person witnessing or identifying the spill should notify other employees in the vicinity that a spill 
or release has occurred. 

2) Only individuals who have been trained on the mitigation of infectious spills are qualified to clean a 
spill. 

3) Allow aerosols to settle. For high impact spills (eg, vial dropped from bench top onto floor), allow 
aerosols to settle for at least one half hour. For low impact spills that generate minimal aerosols (eg 
infectious fluid leaks slowly out the bottom of a cracked glass vial that is sitting on a bench top), it 
may not be necessary to wait a full 30 minutes for aerosols to settle. 

4) Wearing protective clothing (which may include tie-back gown, double gloves, face shield and 
waterproof booties), gently cover the spill with paper towels, surround the spill with absorbent socks 
if needed, and apply suitable disinfectant. Pour disinfectant onto spill starting at the perimeter and 
working towards the center. 

5) Allow sufficient contact time before clean up, at least 20 minutes. 

6) Absorb the spill with gel pads; dispose as biohazardous waste. 

7) Wipe down the area with bleach solution, rinse the area with 70% ethanol (as per LRN procedures), 
and allow it to air dry. 

8) Discard all cleanup materials as biohazardous waste and autoclave. 

9) Record the exact details of the spill in writing: what was spilled, how much, the date and time, any 
special conditions, equipment involved, personnel involved or exposed. 

10) Provide this information to the RO, MDPH BLS Director, PI, and the UMMS EHS Department. 

11) Document the spill or release on Select Agents and Toxins Laboratory Event Form, Attachment 4. 
Give a copy to the RO and place a copy in the laboratory problem log book. 

12) The document will be reviewed, recommendations will be made and follow-up actions will be 
implemented to prevent further incidents. The document will also serve as a record of the incident in 
the event that medical symptoms arise. 

g. Procedure for laboratory decontamination 

1) In the event of widespread contamination of the laboratory space, laboratory decontamination may be 
necessary. 

2) Building personnel will be notified of impending decontamination by the UMMS EH&S office. 

3) The laboratory will be cleared of all unessential personnel. 
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4) All biohazardous material will be autoclaved out of the facility or sealed and placed in a locked 
refrigerator, freezer or locked incubators. 

5) The laboratory will be prepared and decontaminated by B&V Testing. All doors, pass throughs, and 
room diffusers (as applicable) will be sealed. HVAC will be turned off and biological indicators 
(Bis) will be placed inside the laboratory. 

6) Vaporized Hydrogen Peroxide (VHP) or an acceptable alternative will be introduced into the 
laboratory space for the period required to obtain sufficient concentration. 

7) Concentrations will be measured within the space and within the safety perimeter surrounding the 
laboratory space during the procedure. 

8) The HVAC system will be re-engaged when the decontamination treatment is complete. 
Concentrations will be measured within the space. 

9) Laboratory personnel will be allowed to re-enter the space when the concentration of the VHP is < 
Ippm. 

10) The Bis will be collected and sent to an independent FDA registered laboratory for analysis. 


3. Security breaches (including information systems) 

a. Security breaches: After hours and during working hours. Security will inspect the exterior doors and 
windows for signs of forced entry and must contact the UMMS-FM and the BLS Director to report any 
breach in security. In the event of a forced entry, the SLI Director will contact the State Police and/or the 
FBI as appropriate. During this time, building access will be limited. The BLS Director will notify the RO 
and Pis as appropriate. After law enforcement has determined that no intruders are present, the UMMS- 
FM will inspect the laboratory area for signs of forced entry to select agent labs. The Pis must conduct an 
inventory of SATs. If evidence of theft exists, the PI must notify the RO and the BLS Director. 

b. IT security breaches: 

1. BLS is a Commonwealth of Massachusetts entity that resides within the security perimeter managed 
by the Information Technology Division (ITD) that comprises the wide area network (WAN) 
community known as the Massachusetts Access to Government Network (MAGNet). All MAGNet 
participants must be able to identify, report, and resolve security incidents in a manner that mitigates 
current and future risk to themselves and other potentially affected entities and comply with the ITD 
Enterprise Information Security Policy (REF # ITD-SEC-L2) and the Executive Office of Health and 
Human Services Information Security Program Summary. 

2. Report information system security emergencies or cybercrimes, including any breaches or tampering 
with the information technology systems or the network, to the MDPH BES Director of Quality 
Assurance (QA) and Information Technology (IT). The Director of QA and IT is responsible for 
notifying the BES Director and MDPH IT. MDPH IT will then comply with the Enterprise IT 
Security Incident Response Policy (REF# ITD-SEC-4.2) for responding to Security Incidents and 
Attack Intrusions. The Enterprise Security Incident Handling Procedures (REF# ITD-SEC-4.2- 
Proc. 1) are in support of and in compliance with the Enterprise IT Security Incident Response Policy. 

c. Response to imauthorized or suspicious persons or activities 

1) Contact Security using the emergency number 5911. After hours or weekends, contact Security at 
Zero (0) or 5911. 

2) Give a description of the individual along with the exact location of the person (room number, floor, 
wing, etc). 

3) Security will notify the UMMS-SM and/or the UMMS-FM, and if needed, the State Police for 
support. 

4) If an SAT area is involved, notify the RO and PI. 

5) Depending on the activity involved, it may be necessary for the RO to contact the FBI. 

6) If an SAT area is involved, the UMMS-SM must fill out an incident report and give a copy to the RO. 


4. Severe weather and other natural disasters (floods, storms, hurricanes, tornadoes) 
a. SAT Laboratories 

1) All registered laboratories must be manually locked down when significant adverse weather is 
anticipated or after the fact if power goes out for any reason. 
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2) Notify the RO if there is any damage or impact on SAT inventory or security. 

3) Notify the RO and the appropriate PI if relocation of the SAT(s) is required. 

4) If needed, complete Select Agents and Toxins Laboratory Event Form, Attachment 4. 

b. UMMS Facilities Management 

1) Shut off gas and electrical power if necessary. 

2) Monitor water seepage into the basement and plug leaks. 

3) Pump water out of the basement. Obtain additional pumps if needed. 

4) Monitor storm drains for back up. Plug lines in manholes if necessary. 

5) Unbolt and leave the tops on manholes. 

6) Anchor, brace, or relocate equipment that could float. 

7) Begin sandbagging if needed. 

8) Assist in rescue efforts. 

9) Monitor radio and television broadcasts for progress reports. 

c. UMMS EHS 

1) Act as a resource on issues of safety involving environmental, chemical, fire, and biological hazards. 

2) Survey areas for hazardous materials and direct activities for safely securing such material. 

3) Assist in rescue efforts. 

4) Assume control of command center. 

d. Employees 

1) Assist in securing and protecting instruments and materials. 

2) Await notification for evacuation. 

e. Earthquake: ( www.fema.gov ) if indoors: 

1) DROP to the ground; take COVER by getting under a sturdy table or other piece of furniture; and 
HOLD ON until the shaking stops. If there isn’t a table or desk near you, cover your face and head 
with your arms and crouch in an inside comer of the building. 

2) Stay away from glass, windows, outside doors and walls, and anything that could fall, such as lighting 
fixtures or fiirniture. 

3) Use a doorway for shelter only if it is in close proximity to you and if you know it is a strongly 
supported, loadbearing doorway. 

4) Stay inside until the shaking stops and it is safe to go outside. Research has shown that most injuries 
occur when people inside buildings attempt to move to a different location inside the building or try 
to leave. 

5) Be aware that the electricity may go out or the sprinkler systems or fire alarms may turn on. 

6) DO NOT use the elevators. 

5. Workplace violence: The Commonwealth of Massachusetts adheres to a workplace violence policy 
administered by the HR division. Executive Order No. 442 establishes a policy of zero tolerance for 
workplace violence. Workplace violence includes, but is not limited to, threats or acts of intimidation, 
physical assault, aggressive behavior, and property damage that would place a reasonable person in fear 
and/or disrupt productivity at the work site. 

a. Employees should: 

1) Secure their own workplace. 

2) Question and/or report strangers to supervisors. 

3) Be aware of any threats, physical or verbal, and/or any disruptive behavior of any individual and 
report such to supervisors. 

4) Not confront individuals who are a threat. 

5) Be familiar with the resources of the Employee Assistance Program (EAP). 

6) Take all threats seriously. 

7) Report incidents to supervisors and security. 

b. Supervisors should: 

1) Inform employees of workplace violence policies and procedures. 

2) Ensure that employees know specific procedures for dealing with workplace threats and emergencies, 
and how to contact police, fire, and other safety and security officials. 
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3) Respond to potential threats and escalating situations by utilizing proper resources from local law 
enforcement, HR staff, and the EAP. 

4) Take all threats seriously. 

5) Report emergencies immediately to X5911 

6) Report individuals engaged in violent behavior in the workplace to Security. 

c. For workplace violence involving SAT: 

1) Violent individuals who have access to registered laboratories and/or SAT will have their approval to 
work with SAT and/or access to SAT-registered areas suspended by the RO pending an investigation. 

2) The RO will decide whether the individual will have their authorization to work with or access SAT 
reinstated. 

d. Active shooter fwww.training.fema.gov T If evacuation is not possible, find a place to hide where the 

active shooter is less likely to find you. 

1) Your hiding place should be out of the active shooter’s view, provide protection if shots are fired in 
your direction (i.e., an office with a closed and locked door), not trap you or restrict your options for 
movement. To prevent an active shooter from entering your hiding place, lock the door, blockade the 
door with heavy furniture. 

2) If the active shooter is nearby: Lock the door. Silence your cell phone and/or pager. Turn off any 
source of noise (i.e., radios, televisions). Hide behind large items (i.e., cabinets, desks). Remain 
quiet. If you cannot speak, leave the line open and allow the dispatcher to listen. 


6. Bomb threats and suspicious packages 

a. If the bomb threat is received in a letter by mail. 

1) Handle the letter or envelope containing the threat as little as possible to avoid compromising 
fingerprints. Preserve any items as evidence. 

2) Treat the scene as a crime scene. Preserve evidence for law enforcement for forensic examination of 
criminal evidence and fingerprinting (regardless of whether the threat is determined to be 
accompanied by a hazardous material). 

3) Notify Security at 5911. Security then will notify: 

a) The UMMS-MD, the UMMS-FM, or UMMS-SM. 

b) The State Police as instructed by one of the above persons. The State Police will report the 
incident to the State Bomb Squad. 

c) The Bioterrorism Response Laboratory (BTRL). 

4) The BTRL PI will contact the Postal Inspector if it appears that the threat was delivered through the 
U.S. Postal Service, and will contact other appropriate law enforcement (eg, local FBI Weapons of 
Mass Destmction (WMD) coordinator) as warranted. 

a) Any sample (evidence) collection must be coordinated with law enforcement (FBI). 

b) Transfer custody of evidence to law enforcement as soon as possible. Maintain chain of custody 
by obtaining a record of names and signatures every time the custody of the item changes hands. 

b. If the bomb threat is received over the phone: 

1) Keep calm and keep talking to the caller. Do not hang up. 

2) If possible, signal a co-worker to call Security at 5911. Security will call: 

a) The State Police to report a bomb threat call in progress. The State Police will contact the Bomb 
Squad to perform a search as warranted. The State Police Bomb Squad will determine if the 
building is to be evacuated. 

b) The UMMS-MD, the UMMS-FM or UMMS-SM. 

3) Fill out the Employee Bomb Threat Checklist in Attachment 2 (Emergency Response Guidelines, 
UMMS JP) while talking to the caller. 

4) Ask the caller to repeat the message and write it down. Repeatedly ask questions. Ask where the 
bomb is and when it is to go off. Ask for the person’s name, exact location and phone number. 

5) Listen for background noises. Note gender, pitch of voice or any accent. 

6) After the caller hangs up, sign and date the Employee Bomb Threat Checklist, copy, and bring it to 
Security immediately so that the information can be passed onto the State Police. 

7) If directed, all employees must evacuate the building according to established procedures. 
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c. If the bomb threat is receivedface to face: 

1) Ask the person where the bomb is, if they placed it, what it looks like, where it is, and why they 
would do it. 

2) If possible, signal a co-worker to report the individual and the incident immediately by calling 
Security at 5911. 

3) If the person is not familiar to you, make a mental note of his/her physical characteristics. 

4) Notify Security of any details of the conversation or description of the individual. Security will notify 
the UMMS-SM, UMMS-FM, UMMS-MD, and the State Police. 

5) Security or the State Police will remove the person making the threat from the area and hold them for 
questioning. 

6) If not a hoax. Security will call State Bomb Squad and immediately evacuate the building. 

7) The Bomb Squad will assess the situation on site and notify other agencies as appropriate. 

d. Suspicious packages 

1) Characteristics of suspicious packages include: 

a) Packages, containers, or letters with misspelled words, badly typed or written 

b) Packages resealed or tampered with 

c) Incorrect title or addressed to a persons’ title only 

d) Badly taped or completely sealed with tape 

e) Noises emanating from package 

f) Lopsided or uneven packages 

g) Rigid or bulky packages or envelopes 

h) Oily stains, discolorations, or crystallization on the outside wrapper 

i) Excessive tape or string around the package 

j) Protmding wires from the package 

k) Strange odor 

l) No return address on envelope or package 

m) Restrictive markings such as “PERSONAL” marked on envelope or package 

n) Powder or other suspicious substance on the outside of envelope or package 

o) Excessive postage on envelope or package 

p) Possibly mailed from a foreign country 

q) Eocation of package. Would one expect to find a package in this location? 

2) General guidelines for handling mail or packages suspected of containing a biological, chemical or 
radiological threat or a bomb threat at the MDPH/HSLI Tower Building: 

a) Stop. Do not handle or open the item. Do not bump, shake, smell, touch or taste the item. 

b) Isolate the item immediately by cordoning off the area. 

c) Keep a distance from the package. 

d) Wash hands with soap and warm water if biological or chemical threat is suspected. 

e) Shield oneself from object if a radiological threat is suspected. 

f) Evacuate immediate occupants. 

g) Notify Security at 5911. Security will notify: 

i. The UMMSFM, UMMS-SM, and UMMS-MD 

ii. The State Bomb Squad 

iii. The State Police 

iv. The Bioterrorism Response Laboratory. The BTRL PI will notify, as warranted, (1) the RO, 
(2) the Postal Inspector, (3) the local Fire Department/Hazmat Unit, (4) law enforcement 

V. The Radiation Control Laboratory, IF a radiological threat is suspected. The Radiation Control 
Laboratory will notify, as warranted, (1) the Postal Inspector, (2) local Fire 
Department/Hazmat Unit as appropriate, (3) law enforcement. 

h) Security will evacuate other areas as warranted. 

i) The Bomb Squad will assess the situation on site and notify other agencies as appropriate. 

e. Letters, packages or containers with an unknown powder-like substance and threatening communication : 

1) Contact the Bioterrorism Response Laboratory. 

2) A chain-of-custody form must be initiated along with an incident report. 
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3) The BTRL will triage the specimen and determine if there is a threat. 

4) The BTRL PI should notify the local FBI WMD Coordinator, a certified HAZMAT unit, local law 
enforcement, the Postal Inspector (if it appears that the threat was delivered through the U.S. Postal 
Service), and the RO. 

5) The appropriate laboratory will perform definitive identification or analysis and communicate results 
to appropriate authorities. 

6) If the situation involves a chemical, contact the Chemical Terrorism Response Laboratory. 


7. Emergencies such as fire, gas leak, explosion, power outage, etc. 

a. Evacuation procedures'. 

1) Whenever the building must be evacuated, employees of registered laboratories must ensure that 
SATs in incubators, freezers and refrigerators are secure and locked whenever possible. 

2) The fire alarm system will automatically override the laboratory security system in all laboratories 
and secure floors except 404, 712, 760, 866, 869. All other magnetic doors are powered off to allow 
immediate exit and entry without using the proximity card. The doors will remain unlocked until the 
fire alarm has been reset. 

3) If an authorized user is conducting work using SAT in rooms 404, 712, 760, 866 and 869 when a fire 
alarm has sounded, the person may leave the SAT in the biosafety cabinet (BSC) to ensure a quick 
departure from the building. As soon as it is safe to re-enter the building, the employee will 
immediately return to the laboratory to verify the status of the unattended SAT (i.e. SAT remains as it 
was placed in the BSC at time of evacuation). The employee who left the SAT unattended will 
complete the Unattended Select Agent Incident Log (MDPH BLS SOP SA.OOl, Form SAOOl-04). 
Any discrepancies must be immediately reported to the RO and to the BLS Director. 

4) Immediately notify Security of any suspicious persons or activities. 

5) Emergency Door Release (EDR) Button. If employee identification access card does not work, or an 
event occurs requiring personnel to promptly exit the ESS restricted area, push the EDR located 
inside each area. The EDR allows users to leave the room or hallway without scanning their access 
identification card. The EDR is located on the interior of each interlock door or hallway. All EDR 
activations will be documented by each employee using the Emergency Door Release Button 
Activation Log (MDPH BLS SOP SA.OOl, Form SAOOl-03). 

b. Power Outage 

1) If possible, call UMMS-FM or Security at 5911. 

2) If you are in an unlighted area, proceed cautiously to an area that has lighting. Provide assistance to 
others in your area that may be unfamiliar with the space. 

3) If instructed to evacuate, proceed cautiously to the nearest exit. 

4) Jf working in a BSC, immediately close the sash (with the exception of the hard-ducted piass II B2 
BSCs in room 404B and 712B). Then evacuate the room. If the BSC is in room that is usually 
Hegati-vely'-pressurad“e\acuate-immediately-. 

5) For the hard-ducted BSCs in room 404B or 712B , close the sash only if the BSC alarm s, indicating 
dec reased face ye locity. --whilc--w0r4-is-takmg-pIaGe-iH-the-BSC^ Then eyacu ate th^e ro 

-5)6) If M any time the suite alann sound^ this me^ 

pressure generated by a ny of the exhaust f ans falls below some predetermined value). If this happens, 
the supply fans will autom atically shut off, so as to avoid positive pressure in the room. If work is 
being done in the BSC .(hard-ducted or not) at the timethen staff shouId shut the _BSC .sash, exit the 
laboratory, and contact facilities. , exit the laboratoiyy and contact faeilities. ^ 

6) 2j In the event of a long-term power loss, arrangements should be made to relocate and secure SAT 

within suitable lock boxes or locked containers containing suitable coolant materials within the 
manually locked registered laboratories, or if necessary, arrangements must be made with the CDC 
SAT Program to transfer the SATs to another SAT-registered facility until power is restored. 

c. Gas Leak 

1) Cease all operations and immediately vacate the area. 

2) Do not turn on or off any electrical appliances, lights, etc. 

3) From a distant phone, immediately call UMMS-FM or Security at 5911. 
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d Plumbing Failure/ Flooding 

1) Call UMMS-FM or Security at 5911 immediately, giving the exact location and severity of leak. 

2) If there are electrical appliances and outlets near the leak, use extreme caution. 

3) If there is any possible danger, evacuate the area. 

4) If you know the source of the water and can safely stop it (i.e. unclog the drain, turn off the water, 
etc.), do so cautiously. 

5) Be prepared to assist as directed in protecting objects that are in jeopardy. Take only essential steps to 
avoid or reduce immediate water damage, by covering, removing or elevating them. 

e. Fire 

If a fire is observed, activate the nearest fire alarm pull station, exit the facility, and provide details to the 

Fire Command Coordinators (facilities or safety personnel) stationed at front of the building. When the 

alarm sounds, evacuate the building immediately using stairs at the nearest exit, according to the UMMS 

Emergency Response and Contingency Plan. 

8. Planning and coordination with local emergency responders 

On an annual basis, the BT lab director and/or the RO will communicate with FBI, Boston EMS, Boston 

Fire/HazMat and Boston Police regarding the layout of the BSE2+ and BSE3 labs to familiarize them with 

current facilities practices and laboratory procedures, and address any concerns and questions that may arise. 

A site visit to the lab will be arranged as needed. 

9. Medical incident response plan 

a. First aid: 

1) Cuts or other wounds (including non-intact skin) - squeeze the wound to make it bleed if possible. 
Wash the wound with soap and water immediately for 15 minutes. 

2) Exposure to mucous membranes of eyes, nose, or mouth - rinse the exposed mucous membranes for 
15 minutes. 

3) Intact skin exposure- flush the skin with water for at least 15 minutes, using soap and water wherever 
possible. Exposure to mucous membranes of eyes, nose, or mouth - rinse the exposed mucous 
membranes for 15 minutes. 

4) The injured person and/or the supervisor must complete the DPH HR lA form and submit to HR 
within 24 hours of the incident. Seek medical attention as needed as described in Attachment 2 
(Emergency Response Guidelines, UMMS JP). 

b. If a medical emergency occurs in a high-containment the BSL2+ or BSL3 laboratory and ill person is 
conscious, then other employees should: 

1) Call 9-911 for local emergency responders. Response is faster if the call is made from a landline 
(calls made from landlines go directly to Boston responders, while calls made from cell phones get 
routed to Boston responders via the State Police). Call x5911 to notify security desk of location of ill 
person. Enlist assistance from colleagues if possible. 

2) Assist the ill person in walking or being carried out of the lab. 

3) Assist the ill person with routine PPE doffing procedures and any decontamination steps that are 
indicated. 

4) Seek medical attention as needed as described in Attachment 2 (Emergency Response Guidelines, 
UMMS JP). 

5) The injured person and/or the supervisor must complete DPH HR lA form and submit to HR within 
24 hours of the incident. 

c. If a medical emergency occurs in a high-containment the BSL2+ or BSL3 laboratory and ill person is 
unconscious, then other employees should: 

1) Call 9-911 for local emergency responders. Call x5911 to notify security desk of location of ill 
person. Security will activate the building’s cardiac arrest protocol (code blue, see UMMS SOP 
Automated External Defibrillator (AED) Policy), and will escort emergency responders to the 
location of ill person, holding elevators as needed. Enlist assistance from colleagues if possible. 

2) If the ill person is breathing, drag the person into the warm room near the cold room door and 
remove the person’s PPE and any contaminated clothing (see Attachment 3- Reaching and Moving an 
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Ill or Injured Person). If any areas of skin are suspeeted to have been eontaminated, wash thoroughly 
with soap and water or use a disinfectant wipe (such as Dispatch®). Once the person is free of 
contaminants, drag them into the cold room or hallway and continue to monitor breathing while 
awaiting emergency responders. 

3) If the ill person is not breathing and you are not trained in CPR^ await assistance from 

colleagues/emergency responders. Alternatively, call 9-911 from a lab speaker phone and follow 911 
step-by-step instructions for CPR. While awaiting assistance, drag the person into the warm room 
near the cold room door and remove the person’s PPE and any contaminated clothing (see 
Attachment 3). If any areas of skin are suspected to have been contaminated, wash thoroughly with 
soap and water. Once the person is free of contaminants, drag them into the cold room or hallway 
and continue to monitor breathing while awaiting assistance from colleagues and/or emergency 
responders. 

d If the ill person is not breathing and you are trained in CPR, then assess circulation and begin CPR if 
needed. 

1) Enlist colleagues to: 

a) Get the automated electronic defibrillator (AED) located in the elevator lobby on all floors. 

b) Assess whether the person’s PPE, clothing, or skin have been contaminated with infectious 
material 

c) Determine what infectious material may have been released. 

d) Contain and disinfect the spill, if needed, and if this can be done without significant interference 
with the resuscitation. 

e) Assist with dragging and decontaminating the person as described below. 

2) Drag the person into the warm room near the cold room door when an adequate pulse is restored. 

a) Remove the person’s PPE and any contaminated clothing. If any areas of skin are suspected to 
have been contaminated, wash thoroughly with soap and water. 

b) Once the person is free of contaminants, drag them into the cold room and continue to monitor 
while awaiting emergency responders. 

3) If the patient remains without pulse in the warm/hot rooms by the time the emergency responders 
arrive: 

a) Lab personnel should communicate to the emergency responders: 

i. The status of the patient (no pulse) 

ii. Whether the patient or patient clothing/PPE is suspected to have been contaminated, and if 
so, with what agent. 

iii. Whether the laboratory itself is expected to have been contaminated, and if so, with what 
agent. 

b) The emergency responders should make an effort to don gloves, gowns, and appropriate 
respirators if time permits. 

4) After the ill person has been removed from the laboratory for transport to the hospital: 

a) Initiate facility decontamination as needed, including decontamination of the cold room floor. 

b) The BLS director, in conjunction with the Bureau of Infectious Disease and/or with consulting 
Occupational Health/Infectious Disease physicians, will initiate medical surveillance procedures 
(SOP SA.004) for all involved laboratory personnel and emergency responders, including 
assessment of exposure and administration of prophylactic antibiotics if indicated. 

c) The person’s supervisor must complete a DPH HR Industrial Accident form and submit to HR 
within 24 hours of the incident. 

10. Personal protective and emergency equipment 

a. 4*^ floor 

1 ) 

2 ) 


Folk OIG PRR 060893 


PPE: Disposable particulate respirator (DPR) or powered air purifying respirator (PAPR), gowns, 
gloves, booties are located in cold room of the room 404 BSL3 laboratory suite and in the Emergency 
Response Cabinets located in the hallway on 4E and 4W (2 cabinets) 

Fire extinguishers are located in the hallways of 4E and 4W and in the individual labs, including 404, 
the Bioterrorism Response Laboratory. 
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3) Fire alarm pulls are located at each stairwell exit and in the elevator lobby. 

4) Spill kits are located in the hallway of 4E and 4W and in 404, the Bioterrorism Response Laboratory. 

5) Spill disinfectants and neutralizers are located in the hallway of 4E and 4W. 

6) Biohazard pop-up flag (to warn of an area cordoned off) and security tape to cordon off the area are 
located in the Emergency Response Cabinets located in the hallway of 4E and 4W. 

7) AED and first aid kits are located in the 4* floor elevator lobby. 

8) Fire blanket is located in the hallway of 4W. 

9) Chemical spill neutralizer is located in the hallway of 4W. 

10) Emergency showers are located at both ends of the hallway on both wings, and inside room 404. 

b. 7““ floor 

1) . PPE: Respirators (DPR or PAPR), gowns, gloves, booties are located in cold room of the room 713A 

BSL2+ laboratory suite. 

2) Fire extinguishers are located in the hallway outside room 712/713 (2 extinguishers), in room 713, 
and in room 712 A/B. 

3) Fire alarm pulls are located at the stairwell exits and in the elevator lobby. 

4) Spill kits are located in the hallway outside room 712/713, and in room 712. 

5) Spill disinfectants and neutralizers are located in the hallway outside room 712/713. 

6) Biohazard security tape to cordon off the area are located in storage cabinet in the hallway outside 
room 712/713. 

7) AED and first aid kits are located in the elevator lobby. 

8) Emergency shower is located in room 713C. 

9) First aid box is located in the hallway outside room 712/713. 

10) Emergency showers are located at both ends of the hallway on both wings, and inside 712/713. 

c. 8^ floor 

1) PPE: Respirators (DPR or PAPR), gowns, gloves, booties are located immediately inside room 869. 
Gowns, gloves, and sleeves are located inside 760 and 866. 

2) Fire extinguishers are located next to the doors to Rm 866 and Rm 759. 

3) Fire alarm pulls are located at the stairwell exits and in the elevator lobby. 

4) Spill kits are located in each laboratory. 

5) Spill disinfectants and neutralizers are located in Rm 869, 866, and 760. 

6) Biohazard pop-up flag (to warn of an area cordoned off) and security tape to cordon off the area are 
located in 869, 866, and 760 and in the hallway in a cabinet outside of Rm. 866. 

7) AED is located in the elevator lobby. -(No-fo&t-aid-kit-^-ef-8/29/-14) 

8) Emergency showers are located at both ends of the hallway on both wings. 

11. Site security and control: see also SOP SA.OOl Laboratory Security System. 

a. SAT laboratories are secured by security guards at the building entrance, by gated entry into the building 
with card key, by card key access to SAT laboratory wings, and by card key and biometric scan access. 
SATs are further secured within the SAT laboratories in locked storage units (freezers, refrigerators, 
cabinets and other containers). 

b. Each SAT PI is responsible for securing and maintaining security of SATs stored in their laboratories, 
and for maintaining an up-to-date SAT inventory. 

c. In the event of a building evacuation or emergency in which SATs are left unattended, the employee 
who was working with the SAT at the time of evacuation will, upon return to the laboratory, verify that 
the unattended SAT has not been removed, and will complete the Unattended Select Agent Incident Log 
(MDPH BLS SOP SA.OOl, Form SAOOl-04). In the event of a prolonged building evacuation (for 
example, for several days due to a major fire), the PI will, upon returning to the laboratory, verify that 
SAT storage units have not been breached. Any indication of a theft, loss, or release will be 
immediately reported to the RO and to the BLS Director. 

12. Hazards associated with the SAT and appropriate actions to contain such agent or toxin: see biosafety 
plans for each SAT laboratory. 
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13. Select agent drills and exercises 

a. Drills and/or exercises must be conducted at least once a year to test and evaluate the effectiveness of the 
incident response plan. 

b. The drills or exercises must be documented and include after action reports for review. 

c. The RO must have a complete copy of the drill or exercise for review 4 to 6 weeks after the drill. 

d. The RO must ensure necessary changes are implemented in the plan. 

e. The plan must be reviewed and revised as necessary after any drill or exercise and after any incident. 

f. Training must reflect changes in the plan. 


L. COMPLIANCE MONITORING: The RO and the MDPH BLS Director are responsible for ensuring 
compliance with this SOP. Compliance will be assessed using the reports, records, audits and reviews described 
herein. 


M. RECORD RETENTION 


Record 

Retention 

Emergency Door Release Button Activation Log, SAOOl-03 

3 years 

Unattended Select Agent Incident Log, SAOOl-04 

3 years 

Laboratory Security System Event Lorm, SAOO1 -09 

3 years 

Bomb Threat Checklist 

3 years 

LSS Entry/Exit Log, SAOO 1-05 

3 years 

ESS System Reports 

3 years 

SAT Program forms 

3 years 

Documentation of SAT trainings, drills, and exercises 

3 years 

Documentation of SAT inventory 

3 years 
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ATTACHMENT-1 


MDPHAVilliam A. Hinton State Laboratory Institute Response Contact List 

FIRST LAST NAME - WORK PHONE (W)- CELL PHONE (C)- HOME (H)-PAGER (P) 

Push To Talk (PTT) POSITION 

MPDH BLS Bureau Director, Division Directors, Administration 


Linda Han, M.D. W: (617) 983-4362 C: (617) 839-8535 

Director BLS 

Dina Caloggero W: (617) 983-6601 C: (617) 839-7482 

C2: (781) 775-0490 QA and IT Div Dir 

Sandy Smole, Ph.D W: (617) 983-6966 C: (617) 839-3220 

PTT: 180*17176*26 Molecular Dx/Viro. 

Julie NassifW: (617) 983-6651 C: (617) 293-3945 H: (781) 762-0162 

Analytical Chemistry 

Grace Connolly W: (617) 983-6241 C: (617) 233-3552 

Director of Administration and Finance 

Lab 24/7 Numbers 


Chemistry 24/7 Response Phone W: (617) 590-7361 

PTT: 180*17176*16 

BioThreat 24/7 Response Phone W: (617) 590-6390 P: (617) 228-1576 M-F 9AM-5PM 

PTT: 180*17176*13 Satellite: 001-881-621- 

Specimen Processing C: (617) 590-7957 

454-596 

BioWatch 24/7 Response Phone C: (617) 590-7794 C2: (617) 839-3220 

PTT: 180*17176*26 

Bureau of Infectious Disease, Prevention, Response and Surveillance (BIDPRS) 


Epi-On-Call W: (617) 983-6800 P: (617) 228-6611 

after hrs only pager 

Kevin Cranston W: (617) 983-6543 C: (617) 938-4014 

Bureau Director 

Ceci Dunn (W): (617) 983-6548 C: (617) 963-6413 

Deputy Bureau Director 

Bob Carr (W): (617) 983-6547 C: (617) 938-4015 

Deputy Bureau Director 

Alfred DeMaria, Jr. M.D. W: (617) 983-6551 C: (617) 839-0167 P: (617) 675-1986 

P2: (877) 320-2124 State Epidemiologist 

MDPH BLS Select Agents and Toxins Program 


Linda Han, M.D., RO W: (617) 983-4362 C: (617) 839-8535 

Dina Caloggero, ARO W: (617) 983-6601 C: (617) 839-7482 

Kathleen Nawn, ARO W: (617) 983-6345 C: (508) 667-8770 


Cheryl Gauthier PI W:(617) 983-6266 H:(508) 248-5387 C: (617) 435-0269 

Scott Hennigan, PI W:(617) 983-6391 C: (617) 594-0684 

Raimond Konomi, Ph.D., PI W: (617) 983-6383 C: (617) 777-5478 


Commissioner’s Office and Emergency Preparedness Bureau (EPB) 


Monica Valdes Lupi W: (617) 624-5204 C: (617)719-0950 

Chief of Staff 

Mary Clark W: (617) 624-5273 C: (617) 777-9949 

EPB Director 

Jennifer Manley W: (617) 624-5006 C: (339) 927-2277 

DPH Director of Media Relations 

Massachusetts Environmental Radiation Laboratory (MERL) 


Donald-BucMe-vTom Coulombe W: (617) -9S3-48-7-9-€-:--(4-17->^97-4-71-8-P-:-{61V-)-228-1681983-6891 

MERL Supervisor 

RCP / NIAT Number: M-F 9-5pm W: (617) 242-3035 

Officer of the Day 

RCP / NIAT 24/7 Response (617) 242-3453 

Ask for "NIAT" 

Robert W-alker-Gallaghar Gb{^l-7-)-5-924)-l-7-l- W-P: (617) 2-36-9649242-3035, x2001 

RCP Director 

UMMS Security, Safety and Facility Personnel 









Massachusetts Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
Standard Operating Procedure. Author: Linda Han 


SOP SA.005 
Version 2 
Page 19 of 40 
Effective date: 5/20/11 


Jay Mitchell, Managing Director UMMS (617) 983-6219 

Manager of UMMS Campus Facility 

Howard Lefkin W: (617) 983-6207 C: (508) 340-7169 P-K-6-l-7->47-S-l-896 

UMMS Environmental Health and Safety 

John Nickerson W: (617) 983-6545 C: (508) 340-7542 

UMMS Facility Maintenance Manager 

Charles Miller W: (617) 983-6541 P: (617) 408-0780 

UMMS Supervisor of Facility Security 
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MA Local, State, and Federal Agency Contact Lists 


LOCAL AGENCY CONTACT LISTS 


Boston Bomb Squad 
Dispatch (617)3434680 

Sergeant Christopher Connolly (617) 343-4245 (617) 3434680 


HazMat, Boston Fire 

District Fire Chief Mike RugtereDenni_sCo^^^^^^ W: _(617)-343-2087 Gi617-839-91T8 

Captain Ed Anderson W:.,(617) 343-37-00-4115 
Fre4Ellis-W;(ril7) 343-2195 


HazMat, Cambridge Fire 

Deputy Chief Robert Rossi, W; (617)) ^ 349 -4941 C: (617) 892-5420 
Captain Gerald Mahoney, W; (617) 3494944 


STATE AGENCY CONTACT LIST 


Bomb Squad, State Police: 

24/7 Number (508) 820-2121 

Trooper Bill Quails,,_W;_ (978) 567-3339 C: _(_978) 273-7333 


Crime Lab, State Police 

Sudbury, MA (508) 358-3155 

John Dugan Explosives Lab (508) 358-3220 

MA Civil Support Team- National Guard (C^ CST) 

Base Number (508) 233-7576 

Commander Martin Spellacy W: (508) 233-7571 C: (508) 294-2657 


MA Department of Environmental Protection Laboratory (DEP) 


Gor^iDave 

Madden 

BioWatch field 

Coordinator 

G-K-978->-502- 
8525W: (978) 242- 
1334 

C: (978)273-3619 

Tom McGrath 

DEP Air Assessment 

Chief 

W: (978) 242-1318 

C: (978)821-8980 

Oscar Pancorbo 

Lab Director 

W: (978) 242- 

1314C~{97^)-27-3- 

I79Q 

C: (978) 987-3187 Hf 
(97^>686-3394 

Ann Marie 
AllenTem 
McGrath 

DepuJ^, Directqi^^^ 
97544-38-X-31-8 

W: (978)242- 

1333C-:-<-97^)-82-D 

8980 

C: (978) 273-1790H: 
(-978-)-68-L8740 






State Haz-Mat Regional Office Main Number (978) 567-3150 

Director David Ladd W: (978) 567-3117 C: (617339) 74-9-2-2-53 221 -3260 -P-ush-le-Talkf 


i-mn-7-62Q-n9 


MA Emergency Management Agency (MEMA) Main Number (508) 366-5321 
Admin (508) 820-2000 Notification 1-800-982-6846 _ 
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FEDERAL AGENCY CONTACT LIST 

U. S. Public Health Service, Office of Emergency Planning: 

Gary Kleinman W: (617) 565-1693, C: (617) 293-8655, P: 800-759-8888 pin 130-3285 

Centers for Disease Control and Prevention (CDC) 

BT Information for State Labs; (404) 639-2468 (404) 639-0385 

Emergency Operations Center (404) 639-2540 (770) 488-7100 

Above (EOC) - 24/7 

CDC Select Agent and Toxins Program (Inspector for MDPH BLS): 

Ryan Kinloch, PhD: 

Tel: 404-718-3023: Cell: 404^14-6919: E-mail: izv3(S).cdc.sov 

Department of Homeland Protection, Office of Health Affairs, Bio watch Program 


Michael Walter, PhD 

Program Manager 

W: (703)647-8056 

C:(202) 744-5748 

Ulana Bodnar, MD 

Deputy Program Manager 

W: (703)647-8249 

C: (202) 503-5033 

Malcolm Johns, PhD 

QC Manager 

W: (202)254-6080 

C: (202) 365-9442 

Glenn KrumholzGr 
Sc^-Gerden^-PhD 

MA Jurisdictional 

W: f617)983-6799Wf 
(41-7->-983-b799 

C: (6171 620-6023G^ 

CoordinatorMArTurisdietienal 

(4T7>420-4024 

Environmental Protection Agency, Region 1-Chelmsford: 


Robert Maxfield 

Lab- Chelmsford 

W: (617)918-8640 

C: (617) 723-8928 

Mike Nalipinski 

NE Reg I On Scene Coord- 
inator New Engl 

W: (617)918-1268 

C: (617) 680-5469 


Food and Drug Administration; 


Paul Morin 

NE FERN Lab Coordinator 

W: (718)340-7181 


Keroline Simmonds 

Food Chem. Branch Director 

W: (718)340-7132 


Alice Cohen 

Food Micro. Branch Director 

W: (718)340-7133 



Federal Bureau of Investigation (FBI) Boston 


Daniel Einhaus 

WMD Coordinator 

W: (617)223- 
41476320 

C; (617) 892-2873 

Kara Spice 

WMD Assistant Coordinator 

W: (617) 742- 
5533223-6026 

C: (617) 778-3259 

Brad Davis 

Supervisory Special Agent 

W: (617)223-6528 

C: (617) 892-2406 

U. S. Secret Service Main Number: 1-800-424-8802 

United States Postal Service Main Number: (617) 303-3546 

Postal Inspector Sean Boyce W: 617-556-4405 C: 617-839-1043 

Postal Inspector Mike Connolly W: 617-5564496 C: 617-839-1217 
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Contact List for Tenants of the William A. Hinton State Laboratory Institute-Tower Building, 


Program Contact Person Phone Number 

University of Massachusetts Medical School 

Managing Director of Jamaica Plain Campus 

Jay Mitchell 

(617)983-6219 

Environmental Health and Safety 

Howard Lefkin 

(617)983-6207 

Information/Computer Services 

Patricia Lautner 

(617)983-6279 

Maintenance Department 

John Nickerson 

(617)983-6545 

Massachusetts Biologic Laboratories 

Brian-Abbott John Finch, Dep. 
Director, Mattapan 

(617)98-3-43-5-7474- 

3251 

New England Newborn Screening Program 

Roger Eaton, PhD 

(617) 983-6317 

Reference Laboratory Division (FERN Training and Supranational TB) 

Martin Baker 

(617) 983-6912 

Security Department 

Charles Miller 

(617) 983-6541 

Security at Main Entrance to Building 

Dial 5-911 





Massachusetts Department of Public Health I 

Bureau of Environmental Health 



Food Protection Program 

Kim-Fol^yMichael Moore 

(617) 983-674^76754 

Radiation Control Program 

Donald Buckley 

(617) 983-6879 


Bureau of Health Care Safety and Quality 

Patricia Calvagna-Lusk 

(617) 983-6713 

Dmg Control Program 

Grant Carrow 

(617) 983-6701 




Bureau of Infectious Disease 

Director- Kevin Cranston 

(617) 983-6543 

Medical Director 

Alfred DeMaria, MD 

(617) 983-6550 

Integrated Surveillance and Informatics Services 

Gillian Haney (Surveillance) 
Doreen Corbin (IT) 

(617) 983-6863 
(617) 983-6808 

Epidemiology and Immunization 

Epidemiologist on Call 

(617) 983-6800 

Refugee and Immigrant Health Program 

Jennifer Cochran 

(617) 983-6590 

Sexually Transmitted Disease Prevention 

Brenda Cole 

(617) 983-6841 

Tuberculosis Prevention and Control 

Susan Etkind 

(617) 983-6970 


Bureau of Laboratory Sciences Director- Linda Han, MD (617) 983-4362 

Division of Analytical Chemistry Julianne Nassif (617) 983-6651 

Chemical Terrorism Response Laboratory Jennifer Jenner (617) 983-6650 

Childhood Lead Screening Laboratory Alan Rubin (617)983-6665 

Drug Analysis Laboratory Charles Salemi (617)983-6622 

Environmental Chemistry Laboratory Jill Clemmer (617)983-6657 

Division of Microbiology 

L-inda-Han-NffiTracy Stiles 

(617) 983-43626619 

Bacteriology Reference Laboratory 

Peter Belanger 

(617) 983-6607 

Bioterrorism Response Laboratory 

Cheryl Gauthier 

(617) 983-6266 

Foodbome Disease Surveillance Laboratories 

Garry Greer 

(617) 983-6608 

HIV/Hepatitis/STD Laboratories 

Arthur Kazianis 

(617) 983-6372 

Mycobacteriology Laboratory 

Paul Elvin 

(617) 983-6381 



Division of Molecular Diagnostics and Virology 

Sandra Smole, PhD 

(617) 983-6966 

Arbovirus Field Program 

Cynthia Stinson, PhD 

(617) 983-4364 

Bio-Watch Laboratory 

Glenn KrumholzKim Doan 

(617) 983-66796667 

Molecular Diagnostics Laboratory 

Scott Hennigan 

(617)983-6391 

Rabies Laboratory 

Xin^tai Wang^ PhD Sandra 

Smole, PhD interim 

(617) 983-63856966 

Virus Isolation Laboratory 

Raimond Konomi, PhD 

(617)983-6383 

Virus Serology Laboratory 

Karen Chen 

(617)983-6397 
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Contact List for Tenants of the William A. Hinton State Laboratory Institute-Tower Building. 

University of Massachusetts Medical School, Jamaica Plain Campus 

Program 

Contact Person 

Phone Number 

N^ionalLaboraimyTminmg^Network^APHL/GDG) \ 

Regional-Offiee-at-Jamai&arPI-aift 

Shoetah-Eseott 

(4-l-7-)-9&3-6384 


E>^ise KcH2«niow&ki 

(417)983-6278 




Massachusetts Racing Commission Laboratory 

Lucille Saccardo, Melchor 

Layton 

(617) 983-6558 

MDPH Human Resources 

Cecilia Marinucci 

(617) 983-6218 
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ATTACHMENT 2: EMERGENCY RESPONSE GUIDELINES, UMMS JP 

Note: This document is posted in hard copy throughout the building and is available on the building intranet. 





UMass Medical School - JP 
3Q5 South St,. 

Jamaica Plain, MA 02130 


In an 


n » 


For an Ambulance 


Dial 9--91i 
then 

Ext. 5911 


For Police^ Fire, Medical Emergency, or 
other incidents including: Chemical or 
Biological Spills, Suspicious Packages, or 
other Activities: 

Call Security at Ext, 5911 

Security wHI contact appropriate responders. 


Folk OIG PRR 060904 
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BIOLOGIC AL. SPILL - LABORATORY ARLA 

• Alert cdiei fe Jii die a. of the 

• All'^iv iaefcsok to settle. 

• <rvver the tpill witti di^ paper joweh. 

• Use tfte tfjT'piopnate dissiifeetair? cinTeiirly :iii ut.e to nei:trrfize die biciogicai hazard. 

• West appKimate ??E, “sucii as gloves, lab ccat, anel face siiield siid lespuratoi' tvhete: 

recfi-iiied. 

• Pore! die di-sirifectiiiU aroitticl the edges of the spill to fittther serosolizanori or 

alternatively , paper toYvels soaked in the disinfectarit can be placed over die spill area. 

• Reniot'c any exlranecms stem's from die spill site that need to be decantjniiiiiatod. 

• Alloiv the: disinfectant to resrisin in contact tvidi the spii!; fer spproxiinately 20 niinntes. 

• Gaflies: 'uj> all inaferjals used to dean up tlie spill arid c;oiiTamma.ted items an<{ p>ia':e tlieaii 
111 an autodai’e bag freniove glass oi' shaips with forceps). 

• Affer deanufi. wipe dawn afiecte-d area with a. 5’?4 bleach .solution, mtie the area witli 
vvatei, and allovr to sk dry. 

• Antodave all ccntaiihoated itetiiS. 

• CoiKart the hh supervisor pjssd Emii aiErieiital Health & Safety DepaiVinent. 

BIOLOGIC AL SPILL - SELECT AGENT LABORATORY 

Follow pioccdraes. for bioioaicrd ipill as hsted above wvth the foUoviiig additions: 

• PPE sliiydd MidiTde WT-ap-fiont doubfe gloves, face slield, said vraterproof 
booties. 

• Record details of the spill m writing. Iriclude mateiisl spdieds qiiall‘:^t;r^, date, bme, 
special cviitlidoiis, peisomiel involved:, etc. 

• Provide this mtoniifftioii to the lerspcmsibie afficral, dEector of SLI. siipavvsor, and 
Safety Depail!iient. 

EiOLOGK AL SPILL - COiM^ ION ARE A 

• Place vvainmg sign around the periphery of the spdl to alert others, of the spill. 

• If the .first v.tstness cs one of the labctiatorir' staff or a :su[3e!vis-ai; he-’she sliould cleaiv up 
the spill ?occ-rdii\a to die guideiaies above. 

• If not w:tnes.se-d by L'ibcraton.’ s taff or a sapenisca’, call in-hoiist Help at x5 fJ 11. 
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If y&ii yeceh e dkcm'ef^ a smpicwifS! package tn^fonrign derlce, do nof 

ioueh it, tamper mrk it. &r move iriH 

Immediately dirt! 5911 to i'eport it to the frotit fleslt. 

Letter and Parcel Bomb Recognition Ciiecklist 
Inspection of Packages — Look For; 

* FiMreigii mail, ass' iiiail. and special <lel5\'sr:eft 

* ResUi'ictive mailings such as- 'Conficknltar' or peisonal' 

* Excessiv'e postage 

* Handi\Tit?eii or pc-orly tv'ped address 

* hicotrec; tides 

* i^'Esspelliiiss of cosnrnoii words 
' OiH' scaiiiS: or dis-coloiadojis on package 

* ExcessiYC '\veight 

* Rigid, kpsided, or isnes'en em^eloi.^es 

* Promidiiig wsres or tinfoil 

* Exce&sis'e tope ot vtrmg 

* Visikil divtiacdons. 

* No reton adtEress 

Haudliiig a Stispidous Fackage: 

' Dft n?3if open or shake it. 

* Do not earn' or show i? ‘o others 

* Do not sniff tcudi, or taste it. 

* Do pince i t or!; a stable sinface, preferably a bio-snfetv^ ciibiiiet. 

* Do alert others in the area. 

* Do lea'ce the area, 'dose dooi"s., and pre'ceiit others ■f'crii entering by irsiog signs or 
gxiarding. 

* Do ivash hands with, soap md water. 

* Do create a list of persons :n the room vches'e the package ivas received- 
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ATTACHMENT 2 


IF YOU DISCOVER SMOKE OR A FIRE, REMEMBER - R.A.C.E. 

1. Remove anyiTiie from immediate clanger. 

2. A; AerivaSe die tiwiliiing fne alarm yyslem and call 5911. 

3. C: Conikae die fire by dosing ail windows and 

4. E:: Evacuate. leave the huiikhns;. 

EM^mgiiis.h !:he fixe, if it can be done safely. 


Employee Procedure: 

a) Prill the neaie'it fire alarm. 

b’f Call iii-liome Help at ext. 5.911. repoit location of fire or smoke, 
c) If possible, shut clo^vii opeiatioiis before ertitriig. 

d} Evacuste building (use stairs, DO NOT I'SE ELEVATORS):. 

e) Report to designated meeting point out.side buildhig. See Building 
Ea^acuation 

f) Person activatmg alarm—report to Ckmijiiand Center. 

• Not! A' C'ocnmand Center if you suspec t someone :imy be 
tiapi^ed msuie the building. 


Fire Extinguishers 

If the fire ss small enotigh and you are projserly trained yoit ma\" use a nearby fire 
exting’.usher to control and exriiiguisn die fire. D» uof tight a fiie i f die foliovdiig 

C: 03 id;i:flCillS: eXlSt! 


• You don' t know vdiat' s burning. 

• The fire is spreading rapidly. 

• You ikvii t liave the proper e^jUipmont. 

• You Cini t do so with yom' bach, to an e?cit. 

• Tl:he fire might tilock your iiieaiLS of escape . 

• You might irihab toxic smoke, 

• Youi' nistiiict.s tell yoij not to do so. 


Fil e iMarshall far this Aj^ea: 


Ahe-inafe Fire M:>rshali fnr this Area: 


If the first altejiipt to put out the fire does not 
STicceed^ e^/acusife the biiikting ifiirnerdstely. 



* -he pi:i K< release tlie itanclje. 

* .lini the extingihrriier xi The fire 'frere. 
0 distance cf several feet. 

» 9 tj ii.eezf the handle to stan the 

extnignibher. 

* bu eep the iTiozde l:?.ck and fbitli .at 
the base of the tiie.. 
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F.v Fn.vc<f<j mv 

Fire Reportma: If a lire is observed, aciix'ate fhe r.earest fire alarm p-j;l siation, eyit the facility’, an6 provide 
dejaiils to fire coimmanci coordiealors (facifdies of safety perso5’!:’:eistationed at ti'ont of :boi:id^l"^c|: orjder alano. 

4 * 

Editing: 

• Shut down hazardous operations: If pcsstbfe, opefations tn pi'ogrsss shooid be sirot rjr^vn before 
exiting., jnfonn: lire command coardlr-atars ai the front of the boildicg under alarm area if oparations ma^ 
become hazaixJoLis while Linattended. 

• Attendance recorder personnel: Exit with you[ depar-mental sign-in log st'ieet. 

• Ftoor monitorlnct personnel: Assigned floor r^ionstors are to waik through: 3 :ssigned areas (if it is safe to 
do so); a:nrJ report that employees have evacuated to their attendance recorder, staifroned ouisid-e. 

• Lgavlng the building: If an audibia evacuation alarm sounds, ali employees in the building must 
immediately ieave the boilding via the nearest exit. Doors should be dosed upon exiting. Do not use 
elevators to exit the facility. €io not relocate to a different fioor that may not be under alarm. 

Handicapped Evacuation: The floor monitor will escort disahiec; individuals, perma:nent employees, or 
visitors, to: the nearest endosed stairv/eli landjng ctr safe area. Tl>e floor monitor wit; alert the fire command 
coordinators a:S to the ioca:iion of the inctividuaJ in need c(f a.ss::stance. The fire ciepartnier:t will pei'form the 
evacuation. 

Assembly: Evacuated employees must assemble io desigr^ated areas, as incljcated or- tlie r^iap ai'jove. 

4 ^ 

Accounting for Personniel: The attendar:ce recorder for each depaftment n':i:st account for individuals 
prese:’t rrs the .assembly area. If an employee i'^as been idemlfjed as possibly missing, the attendarxre 
recorder coordinator mirst report this to thie fire command cooidinators stationed at the front of the building 
under the alarm. 

• 

Providirtfli Critical Information: 

♦ Entployge Inluries: ff an employee is injured in the couise of a fire or evacuation, i:n>.mediot£lY report 
this infonnatioo to the fsre command coordinators statloried a- the frot'it erf the building under the alarm, 
who will obtain ntedical assistaoire. 

• Fire Incident Dsttahs: If an employee knows or suspects the s-ource of the fire or smoke, report this 
information: to fire com:ma:r:d coordinators statsoned at the front of the building :under the alarm. 

4 ' 

Facility Re-Entry: Re-entn/ into the facility is pernvitted vvhen the "ail c;eo:r" sigcial is given by the respemding 
fire cepartn^ent or from a fire command coordinator. .A green flag m:av be used to signal '‘all cleaf ."" _ 

Alarm System Information 

Alarm: Zorres: The: thre:e main buildings (SLI, Biologies, and Stables) have se:parate ala:rm: systems: 

Alarm Description—SU S Story Fnacility 

□ A continuous tone alarm mci sfrr>be mht system: will activate for the entire facility. 

Alarm Description—Biologies and Stables Facilities 

□ A continuouG tone olanrt an>i stnype iKfht system wit! activate for the entire facility. 
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Medical Emergency and Work Place Injury Procedure 
Directions to Occupationa! Health Providers 



Directions: 


New England Baptist H ospitai Occupational Medici ne Center 

QUir^Sing,: C.C'iVy'sr.-M -5 

t25 PaT<f::r hi>; Avenue 5os:o:i. MA 02 
Pfxine: [‘c??) 

Tiikt trie Jar.i£iiCi2 Way rRotire l j if'cch t:;\';ar 3 S-sotcrr:. Taks tine Rerrlc S’ Ea^t tar^e a r.gr.t ttie enS ot tl'e: c.vi: c.'it'a ri-ortir'-^te-r. Avenue. 
CcT'trrLre on i-SuritoE^jtcn Avonu? tci th^ I'rvj oet I'giht-j. a: tk-e: 2 r-? set of frgfts 13:^10 a rignt c-nw Port’iSf H:l; Folt* Pan;sr H:i|f Avenue 

up tc the nxlT^ aorranoe- cn :k-a :r;oct Procse:: ic the f-’c-rt eaoiance. Onta iriAic-e, ssk the: rsi:eptio>K 3 t :oca:e:r at the daok in th-e ttart :ofc;:v fa-r 
di.'ectic-ns: to tna C'caipationat fv'a.:l:ciue Center in the Converse EL:ild:r^ s:a tne Fith fl»oer. 

Beth Israel Deaconess Medical Center Emergency Room 

tf:5 F:'Kr'C:e St, Eno-ton, fct'A 
Phups \S^l';7e4-:iA^ 

Take tt'S uc'rrvaica Way •Rcote 1 ;■ ronii to’-vard 8'X4::!>. Continue cr- the JamKita Way yo^-i octr'.e tc Srtiohiti'.e Avenue Taka a >igfit onto 
oFCvKI;i>e: Avenue, ConJinae on Enix^vltne Avenue, taAethe firsA :&ft onto Etre^t onJ •> 'ight lontci P^iunn’. Rj^rad. Short-ter-m parking:» 
ayaiiable adjacent to the E?\, 
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attfj >V«rkpk<xf Irtfkuy Frfw/eckiJX' 


Life-Threatentrtg Emergencies: 

• Renica-e sway hazard if !ia5? do io. 

• Dtal 9-9 11 for ar. anil:<ukLiCS. 

• Dial x5511 Tc% LLOfifr front desk of the fojnied 
■einplciyee' t:. loc;ariori. 

• £i it sidi CPR if you ore iraiiied, oe 

keqj eii^lcyee coiriorable uiiiit aEr.yes. 

• Nctifo eiuployee’s supervri'ai'of iiicjdent details. 

• Notify Euytrciriii'ieiital Heakh arid Safety a? x62{>7, or 
cell: pDS) 34i3-7169;, pager: (cl 7)675-13^56. 

• SiipeiVisof iiiust viibnat iiscideiiT report ar^d initiste an 
aecideiit investigsfcoti vothiu 24 iiotus. 


Non Llfe-Tbreaiening InjuFies/Exposures 
{Work-Reiated}: 

■ Move employee away noiii haziti'd if :iafe ro do s.o,. 

* Pioa'ide basic <5o?;istaiice (see below). 

4 

4 

4 

4 

4 

4 

Inaii v.‘Smi-ieix Carcaar: : Ireep ejiipjovee c:o:nfoi1aMs. adiKsuiite 

rti'-'A aid CPPLAED if vc:i a3>? trained. 

Cliejilkai'bkclC'SiLc::*] rstuiive ^sifitai'Liinsted clotJiais iv5.yli exi 

v.J:ed2ie:> fy.i' Li- oiiitcte^. For cheiiiica;!: iiiiiicleiitt,. i-eiid s ro-wcrker 

to c biatii tb;e chemicj] iQ-iteaisl :i;!5fety •Ssta oh^rSt. Rocici 202A. r-e 

co-:iclfl,cc(i-. SLI. 

Obtain; 2 iitdaii ::2 from occKpahoiia^ health p:ci'i.d«'—check the imie c 

f the incident to determine ]jr crdder XvTctlabditv 

k 



Monday-Frtday, 8 am-4 pm 


IVtonday-Frlday, 4 pm-8 am, weekends, holidays 

Call tlie NE Baptist H'sspiial Qccatpahoiial Health 


Call IndepeiKleiK Taxi at (617; 42c-S276. roc^ueit a cab to: 

Dep.titiitent at (dl7) 7'!i4-5c20, 1:25 Parker Hill A.veniie, 


State Laboraloiy Instiurle, 305 South Su^t, Jamaica Plain.. 

Bosito!!. Reixsit thf? details of The iiKident. follow' medical 


.De>;cnbe building {Tower:; Stabk. Bioioficyi for employee 

msTnictiotii piovidfd by Bapiisr Hosipi.f;al. 


pi.ck-iip.. Requeitr cab to go to the eiuergeiicy room. 3t Bedi 
Israel Deaconess ’vledicsil Ceiiiei, 109 Francis- Stieeh Bosian, 



MA 02215: 1617) ;54-2400 

4 

If mediL'ai yare is indicaied by N£ Eaptitt, call 


obtain 3 cabTOUcher from iva.tcluiiaiti on duty at front desk of 

Indepefldejit Taxi (Sn) 426-8276 aiH request %ia;b to: 


Tower: notrfy’ vxatctinaui of cab srrkal locatioit. (Tower. 

State Laboratoiv LiS'htote. 305 South Stree:. Jatiiaica 
Plain. Describe building (Totver, Stabfo, Biologict::) for 
employee: pick-up. Taxi i.'o>jcheii :iie avaiiabfo at die 
liroiit desk of the Tower Buikhtts 

4* 


Stables. Bick’ gics}. 

4 

Notify the iu-hciiise HELP phone at x591t of the cab 


For di-euxcal exposuies^, lirovrrk: ckemica;! m3tei:a.t ssfefy 

arrival location fTotver. Stables. Biologicfb 


■data sheet ivith injttt'ed en.tpIoyee or fox to Beth Israel ^it: 

4 


fox' ibl?) 754-2499: phone; (6171 754-24:>2. 

4 

Semi employee: To NE Baptist Hospiiai. For cLeniical 


4 

expcii.i'jres. provide: cL'rcmical matersai: safe.t^r data sheet 


4 

tvitli injiii:ed emjaloyee or fax to NE Bsptisl: at; 


4 

fax: (617) 754-6453; phone: fol 7) 754-5620. 

4 


4 

Kctifs' the ^iqalcvs^’i; :jupe:vivc<i' c-f the iiistdsiii. Super,iaoi iiiii: 

tt: 11 

1 Cx-ttiplete iii'cht«ut leqat^rt papatwcth %vit:i:c 24 horK'i:- to. wc-:k-ei ’s 

cciirpen-ianc-ii vlaiiii; tnsua:2ei Thisuiau ie5Gti4.ce.s tidsiiirhfitratc-r;. 5 

intl 2 

!; iristiace aii accident iuceaig-stiei; within 24 bcius. 


Mledicai Em^rgaiicf and \ plac# lii|yr|r 



ATTACHMENT 3: REACHING AND MOVING AN ILL OR INJURED PERSON 
Eirst Aid/CPR/AED for the Workplace, Participant’s Workbook, ©2006 American Red Cross 





mo mmmu 

mmmmMmmmmm 

"Do Mo Hum" 

ol tidii; rfj3ngerni:3 ihmats a ^siricusfy 

injured person unne^j^fj^iKary fTic^VE-jT-^rn:. IJsu- 
3% when giv:nr^ csre, ym W5;l not i^oe <i;ar^g^:r:; 
theJ r^iquir^ volj to n;f:Vft ci person, hi \xm[ 
nesies, yau fo;^<)W the eni(eqenoy rerqjs 
(GtStGK-CAil—CARE? whiere yen thn pe:- 

sofi. CaHiny \ii: ::t;:ip is ths' J'^)Clst stiii; 

you tii\y lyku: if* htilp M person: 

ill noud or i^a rn, 

Wov'ing s eiM biEjeiy iqjurad p&reon 
addihcina; eytiry and j>3:iii end comp^feeu? jhe pF^r- 
son’s feerivsty. Thiisrefere, yon; -rfnye a per¬ 

son CM?/K5^p5^^«?r the ?t>iicwrK^ three sirn^hons; 
t,. When ym era Vidth homediutn 
7.. When ynti have to get ta anfJlhffi ;persor? who 
•iiiiy \mvii s mom ri:ericos irsjL^ry or i^fna-ss 
X Wtim yaa oaad' to prtj^ide nfoper tmm 
Oanti you decide thatyo:!; imiis!: e par - 

mn hisml on ’i^ha gnidanca above, you mast 
quickfy dwcide hawi’n n'iove the person. Carfthi5:y 
caosider ycur stdety and ihe s<jfa:tv ft thc^ 

Base yoff decision on too dangers are facing, 
the size and ooficiibof! of tliii ;asrKijn, yoon al>;;i;ifv 
•iriri oonihtioit and wheth-er you hsvo 

’h injiuing yanrsaif or th^ iparsur?, irse 
yiiiir not your whtsn yeit bi:i::fi:. Bend 
ot ’thii sooffS and hbs and avoid twisting your 
body, Walk farweird when ipossible, rakhiCj smaJi 
stops and iookiing wbort: y^it: nro gQjnC; 

Avoid twteis^ arheoding snyorie with o 
ptKSSiblo hood, neck or hrdclc ifdnry, Do nut rnove 
a parson who is too to comfartabiv, 

Emergency 

WAIKIMS ASSIST 

iuiip « pvrsun why asjKistaru::;: witikir^g 
la sK?oty--”' 

« Rsce the g^ttsarrs: or-ts jicrocs your shouh 
dens and ho-Sd it m pisae with aa-ii hu?id 
mi}. \ %Ai 

• Sitaprifttht! |}tn?^an wdh yonr other hand 
eround ^h^? pnrsoo's 
•* :Mf)vo tho person to safniy. 

» A second resgfintkn d pfesont, cm support 
tho parson >o the sanre way on (m 
HKht thie, 1-5B), 



PACK*STftAP CAUm 

fd foovo ekhora cauadous or unconsoicHJS 
person—' 

* Positifi-n yoursalf with ytiqr boc;^ to the 
ptirsen. 

* €ros.55 {ho pO-rson's .3nos in kc-fit of yoy arid 
grasp fho person's wdsSs. 

* lorn forward silgfrdy and pxM ih% person 
aatoyoft bock frig. 14): 



im pmsm seat carry 

1b cmy fi persor^ who cannot wnik and has m 
suspected head, nrtex or bac;k injury'— 

♦ Pyj one mn under the person’s thighs 
af?d ftte etbar eeroiitt the perjtOtik; tia uk. 

* intvrbck ytiiir srrns w«f( thcitta of a second 
rBspt5?^d«:r iha iporsoiVs iritis and 

ac mss th a p e rson s: Back fPig. I'? A.). 

♦ Utt the person \n the ’’seot’' forn-ied 
fsisponders' armsIRg. ]'’?Bt. 

• fvlovfi the iper&oo 














i lOTHES DR AS 

k) mam g m%y a head, ?::5ck op 

:-f;^ck irm^y— 

“ Uath^Pthe Ciai^m% byl!:5^^:d t^is pfsan's ^^•^^r:k 

mq. m 

thfi n:ji-rscn to S3:fa^y. 

^ Wbi:!e iriDvh^ poryosi, 
itvith th« ihhI ym-r 




BiAfyKET mm 

k) :r:ove a in sitostici^ 

equipi:5ienl k limitE^d^^- 

* tlie pers^ie betw^eo ytit:: the 

»■ OsthRf bsif the ^ti:oiiKfit and place :t S:{famst 
the person's, side. 

* Reilitee i;if^il:l:o!vy?irfkvmi:. 

*■ ResKh mm‘ pSece: tJw hlanke? sg fh^t: It 
•yvi:^^ [)^r uodior ibe persor^. 

«■ Roll the ponoon ooto the b^enkei. 

-■ Sethi:?'t^e [fiiettkE^t et the heae mam ibe 
person I'-SF 


FOOT mm 

lb twe a pfsop too iarpe m carry or mma otb- 
erwiso--- 

* F-jr?jby mBsp ths per^e?i:'s enhJes aod roave 
mtckyviirc. 

* Puk the itersoe bt a straight \m end bo cm:- 
M ?i£)l:le ibymp tbo persoo's heed (Rq. MD). 



Ct5tifift©d %aGes 

A conttned spapo is a space llvn- is large ocoitgh 
nnii nmifigored so tlnii eo^ptoyito ceo ootet 
and tmrform nmiamHl wmk. Irkas llmM^ or 
rostrioted rnsans ai e-^rry or e<^ (e.g., £un;ks, ves¬ 
sels, silos, storBGO b^ins, kisppors, varats and jdts 
ar^t spitces that i-^ay hevo Sh^ktod nreans at 
emiyi Tboy are am designed for eantirumys 
empibyoo oooupaecy. 
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Select Agents and Toxins Laboratory Event Form 
Massachusetts Department of Public Health 
William A Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


Event Information 


Principal Investigator (print): 


Phone: 


Laboratory: 


Date of Event: 

Time: am/pm. Duration of event: 


Location of event (as applicable, specify- door, room number, storage equipment, hallway, stair well, or other location 
description): 

Detailed description of event (scheduled/unscheduled, preparations, capabilities affected, plan of action, problems 
encountered, conclusions, suggestions for improvement): 


Signature of Principal Investigator /Date: 


ATTACHMENT -4 
SA005-01-11 
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Responsible Official Review of Event 


Responsible Official (signature); 


Print name/date: 


ATTACHMENT -4 
SA005-01-11 
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P. APPROVAL SIGNATURES 


Type of action 


If procedure is revised: section, page number of 
revision and effective date 


New 


Effective date 5/20/2011. 


Periodic Review 


1. Section on site security and control added, in response to 
2011 CDC SA inspection requirement, page 15 


Approval signatures, date 


MDPH Director, Bureau of Laboratory 
Sciences and SAT Program Responsible 
Official: 


Revision, minor 


2. Select Agents and Toxins Laboratory Event Form added as 
Attachment 4, with directions for use on page 6. 


X Revision, major 
version# 2 


Revision prepared by; 


Linda Han, MD, MPH 

SAT Principal Investigator: 


Linda Han, RO 


Cheryl Gauthier, MA,MT(ASCP) 
Bioterrorism Response Laboratory 

SAT Principal Investigator: 


Scott Hennigan 

Molecular Diagnostics Laboratory 

SAT Principal Investigator: 


Raimond Konomi, PhD 
Virus Isolation Laboratory 

Division Director, Analytical Chemistry: 

Julianne Nassif 

Division Director, Molecular Diagnostics 
and Virology: 

Sandra Smole, PhD 

UMMS JP Campus Managing Director: 


Jay Mitchell 
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Q. REVISION HISTORY 


Revision Level 

Document 

Section 

Changes Made to Document Section 

Version 1 


Created document entitled, MDPH SA.005- Lab Security and Emergency 
Response Guidance for Working with Select Agents at &e State Laboratoiy 
Institute effective 7/20/2003 

Version 1 


Minor document re-formatting only 6//2008 

Version 2 

1. Entire document 

Effective date: 3/10/2011 

1. Entire document- has been reformatted and content updated to reflect 
current practices 

Version 2 

Section K. 11: Site security 
and control 

Attachment 4 

Effective date 5/20/2011. 

1. Section on site security and control added, in response to 2011 CDC SA 
inspection requirement, page 15 

2.Select Agents and Toxins Laboratory Event Form added as Attachment 4, 
with directions for use on page 6. 

Version 2 

Section K.7.b. 

P 12: If working in the Class 11 B2 BSC in room 404B, close the sash ONLY 
if there is loss of air flow through the BSC, ie, if power is also lost to the 
rooftop exhaust fan that draws air out of the 404 suite via the BSC. 


Section K.4.e 

P 9: Earthquske response 


Section K.5.d 

P 10: Active shooter response 
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